Message 

From: Fregault, Garrett (BRI) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=GRFREGAULT] 

Sent: 8/27/2009 4:57:43 PM 

To: Khan, Annie (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=ANNIE.KHAN] 

Subject: RE: Comm. (Annie Khan-Dookhan) 

Great. I will make sure that you guys testify on 9/22. i will contact the Plymouth County ADA and find out what is up with 
his case. Fortuantely, Wareham and New Bedford aren't that far apart if you need to hit both cases. I suspect that I will 
be able to call you first thing. 

Thanks, 

Garrett 


From: Khan, Annie (DPH) 

Sent: Thursday, August 27, 2009 12:55 PM 
To: Fregault, Garrett (BRI) 

Subject: RE: Comm. (Annie Khan-Dookhan) 

Hi Garrett, 

I mailed out the discovery package this morning. As for our schedules, see below (we will coordinate). 


Della: 

Sept 21 st : Wareham Dist. (ADA Christopher Davidson) 

Sept 23 rd : Suffolk Sup. (ADA Barrett Hyde) 

Suffolk Sup. (ADA Brian Fahy) 

Sept 24 th : Barnstable Superior (ADA Bryan Shea) - may be continued 

West Roxbury Dist. (ADA Mark Swadling) 

Sept 25 th : Middlesex Sup. (ADA ?) 


Annie: 

Sept 21 st : Barnstable Sup (ADA Bryan Shea) - may be continued 

Worcester Sup (ADA Tim Farrell) - DEA Marijuana 
Middlesex Sup (ADA Melinda Thompson) - on call 
Dorchester Dist (ADA Kristen Bonavita) - on call 
Suffolk Sup (ADA Craig lannini) - no info 

Sept 22 nd : Wrentham Dist. (ADA Adam Lally) - no info 

Sept 23 rd : Suffolk Sup (ADA Montez Haywood) 

Sept 24 th : Barnstable Sup (ADA Bryan Shea) - may be continued 

West Roxbury Dist (ADA Mark Swadling) - on call 
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Thanks, 

Annie 


From: Fregault, Garrett (BRI) 

Sent: Wednesday, August 26, 2009 11:20 AM 
To: Khan, Annie (DPH) 

Subject: RE: Comm. v. (Annie Khan-Dookhan) 

Annie, 

Thanks for getting back to me. If you could send me a discovery package that would be great. Do you have the cert 
numbers? My address is: 

Garrett Fregault 
Bristol DA's Office 
888 Purchase Street 
5th Floor 

New Bedford, MA 02740 

I will also keep you updated on the trial date. Can you let me know what you have going on that week? I am happy to 
schedule around your conflicts as much as possible (I do not anticipate that you would testify on the first day of trial). 

Thanks, 

Garrett 

P.S. Do you know what Della's availably is that week? 

-Original Message- 

From: Khan, Annie (DPH) 

Sent: Wednesday, August 26, 2009 11:15 AM 
To: Fregault, Garrett (BRI) 

Subject: Comm. (Annie Khan-Dookhan) 

Hi ADA Fregault, 


I just received your subpoena for September 21 st 2009 

Do you need a discovery package for this case? If so, please let me know your address. 

I have several conflicts for the week of Sept 21 st , but there are subject to change day by day. I will keep you updated. 
Thank you for your assistance. 


Thanks, 

Annie Khan-Dookhan 
617-983-6631 
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